Bid Waiver Summary 


Preliminary (For Informational Purposes Only) 

□ 

Final □ 


Protect title 

Arstc* Testing 


Location (Rich, Cab) 

Richmond 

Vendor Name 

Arista Labs 


Bid Waiver Estimate 

571. 7CO.OG 

Originator/ZRequester 

Shixia Fenq 

ox:. 3758 

78D: 


Purchasing Agent 

Denn s Donahue 

-&x*. 2292 



Date Prepared 

9/10/02 


Appropriation Number 


Date Required 

9/13/02 


Job Order Number 



Description of ProductsVServices: 

(Attach additional documentation if necessary) _ 

Currently, there is ony one lab which con perform this unique cigarette fitter analysis (Arista). In _ 

addition, in the' area of analytical fitter testing, it is critical to repeat testing with the same lob on the same equipment _ 

when comparing- data. Therefore, as we have already established test protocol and preliminary evaluation through testing 

ort Arista under c separate PO (# 42030106) for the f Iter stability, it is critical that continuation of filter testing be _ 

performec at Arista in order to provide the correct comparison of the results. __ 


Reasonisi ter Bid Waiver; 

□ 

Specie iied Equipment/Service 

□ 

Service Level 


□ 

Onlv 5upplier/.vifg. 

* 

Schedule/Del iverv 

(Attach additional 
documentation if 

necessary) 

* 

Other: See Above 

□ 

Confidentiality 


3) 


Purchasing /.Contract Data: 


(Purchasing to complete) Other 


Contract Type: 


□ 

Purchase Order CP.O.") 

□ 

□ 

Standard Conlract 

□ 


CuStorrv^td Coni met 

□ 



Gorvtroet Negotiation Cpmctete (Dots) 
Contract Executed / Signed (Pate) __ 
Compensation Method 
(Lump Sum. T &M. e tc,) 

Negotiated Contract: Price _ 



Originof to Purchasing 
Copy to Financial Controls 
’ = Signature repaired -greater than S50C, DOC 

ft less ihon SoOCtOOCX Purchasing shou/a send on executed copy to Financier! Controls. 


BW Summary 

PM3006786685 


Source: https://www.industrydocuments.ucsf.edu/docs/lrmx0001 






